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Introduction. 
ں٣٣ عند تعرض مساحه من مبنی الى‎ 
)( تتعرض هذه المساحه لقوه ضغط جانبیه‎ 
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و لحساب قوی الریاح الجانبیه )/٣(‏ 
تخست ار ضغط الرياح 72 ثن نضرب قيمته فى المساحه المعرضه للرياح . 


Wind Force (F) = FR *« Area Î (#n) 


where : 


. F is the wind pressure per unit area. (kN\m) 


_ Area is the area subjected to wind. (m®) 


و نحسب قيمه ضغط الرياح على المبنى من المعادله التاليه : 


(n) 


O Copyright Eng. Yasser El-Leathy 2016 . All copyrights reserved. ( System 0 ) Wind Effect & End Gables. 
Downloading or printing of these notes is allowed for personal use only. 


Commercial use of these notes is not allowed. (www.yasserelleathy.com ) Page No. 2 


e 


where : 


معامل توزيع ضغط أو سحب الرياح على الأسطح الخارجية للمبنى. ,€ 


Ce 


للاأسقف التى ظل زاوية ميلها يتراوح 
بین (0.8+ج0.4) يۇخذ حمل الرياح مره سحب و مره ا 
ِ 


+0.8 


Ce=-0.8 


معامل التعرض يتوقف على إرتفاع المبنى. > - 


__ 1.0 |0.00 m | 


| مرسی مطروح | 0.90 __ 


فى هذا الملف سنعتبر أننا فى القاهره و أن ارتفاع المبنى لا يزيد عن ١٠م‏ 
PF =C,« K«q = 0.81.0» 0.70 = 0.56 kN\m‏ 


ضغط الرياح الأساسى 4 - 
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Wind Directions. 


@ Wind at System Direction. 
. تقاوم الرياح بواسطة ال ٥٤٤یک اذا کانت الریاح فی اتجاه موازی لا ءاءن؟‎ 


W=Pesh kN/m 
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O) Wind perpendicular to System Direction. 


تقاوم الرياح بواسطة ال ٤۸4 Ebe‏ اذا کانت الرياح فى اتجاه عمودى على ال اون5 . 


ر 
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@ Wind at System Direction. 


تقاوم الرياح بواسطة ال ٥٥۸‏ ەراک اذا کانت الریاح فی اتجاه موازى لا ءtورٍ؟‏ . 


= Cٍ* K+*Q (kN\ mê ) 


7 هى محصله قوى الرياح المؤثره على 
ال صtemاءر؟S‏ الواحد 


P= Pe (S'* Fh.) | (en) 


کک 1 هى قيمه قوى الرياح على المتر الطولى 
من عمود ال Syste‏ 
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C+ K+»*Q (kN\mê )‏ ج 


MD Effect of Wind on Three 
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@® Effect of Wind on Fixed Frame. 


O) Effect of Wind on Fixzed Inclined Frame. 
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Effect of Wind on Arch Slab 
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P= C+ K>*Q (kN\ mê ) wh] 
H 

Ww = Fe +S (em) | 
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By P 8 
Super Position. 
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Effect of Wind on Roller —¬ Hinged systems 
Polygon Fram , Arch Girder , Truss & Vierndeel. 


(emrê) rT 
0 3 
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By | ا‎ 
Super Position. W 


Mı+M, 
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For Saw Tooth Slab Type on columns. 


n) n 


P_¥ wxh 


Wx h+ 1 x hx (n-2( Mm = no. of columns.‏ س 
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By Super Position. 


MMs Mi M: Mr M: Mr M1 
0 2 0 4 r 4 n" u 
E ڪڪ‎ 
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For Saw Tooth Slab Type on Frame. 


n) n 


P_¥ wsx«h 


P= wxh+ ¥ «xh +«(3) 
“Pp 


W kN\m 


Loads 


due to wind ج ت‎ 


B.M.D. 


due to wind 
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For Saw Tooth Girder Type. 


For One Span. 


n n 


U 
Loads 


due to wind 


B.M.D. 


due to wind 
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O) Wind perpendicular to System Direction. 
End Gables. 


تقاوم الرياح بواسطة ال ٤۸4 ube‏ اذا کانت الرياح فى اتجاه عمودى على ال "ءاءن؟ . 
اJ End Gable‏ هو عباره عن ءاءلS‏ من الأعمده و الكمرات وظيفتها : 
ات مقاومة الرياح فى الإتجاه العمودى على ال 1an Systems‏ . 


- تقسيم الحوائط بحيث لا تزيد مساحتها عن ٣٠١‏ . 


7 
4 


و توصع العمدہ ال eااهB‏ £۸14 بحیث تکون ال [۸٥٣٤‏ الکبیرہ 
عمودية على إتجاه ال #0۸4 . 


و تكون المسافات بين أعمده ال eا6ub End‏ من "™ (4-8). 


ج ج ص ججح حح ج ڪڪ جج ج ص ڪڪ ڪي 
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تؤثر الرياح على الحوائط بحمل منتظم ۶٥,‏ 


اا 


يتوزع الحمل الافقى على الحافط 
مثل البلاطات عن b¦ٰرڍقJ Load Distribution‏ 


ج ج صصص ججح ح ‏ ج ص ڪڪ ج ص ڪڪ ڪي 
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لتحويل الحمل الافقى على الكمره او العمود الى حمل منتظم 
2 
ca) ce--f‏ 


Wagr= Ca _ 


CUTE 


0.W. (walls) = (18.0) kN\m (U.L.) 


و ينتقل الحمل الأفقى من الحوائط إلى كل من الكمرات و الأعمده. 
و ينتقل الحمل الأفقى من الكمرات إلى الأعمده. 
ويل الحفل الراسى من الحراظ إلى الكمرات. 
و ينتقل الحمل الرأسى من الكمرات إلى الأعمده. 


ت ج حص ججح ص ج ص ص ج جڪ ڪي 
O Copyright Eng. Yasser El-Leathy 2016 . All copyrights reserved. ( Systems ) Wind Effect ¢& End Gables.‏ 

Downloading or printing of these notes is allowed for personal use only. 

Commercial use of these notes is not allowed. (www.yasserelleathy.com ) Page No. 15 


Types of End Gables. 


1- No Future Extension. 
وفى هذا النوع لا توجد النية لزياده مساحة المصنع من هذه الجهة فى المستقبل‎ 
Continuos Beam ùع‎ ole System رخÎ و فى هذه الحالة ممكن وضع‎ 
؟لء٤ء" و فى هذه الحالة يحمل عمود ال عااه6 مع جزء من الحمل الرأسى لا‎ 

2- Future Extension. 

و فى هذا النوع يكون هناك احتمال لزياده مساحة المصنع من هذه الجهة فى المستقبل 
و لذلك یوضع أآخر ٥ورک‏ مثل باقی ال و ٥tءرهك‏ المتكرره فى الابعاد و التسليح 
و فى هذه الحالة لا يحمل عمود ال ااه كمع أى أحمال رأسية من ال ٠‏ ءاور؟ 


و ممکن عمل هذا بطريقتين : 


إ_ عمل عمود Cantilever ةiÎS End Gable J|‏ 
بحيث يأخذ كل الاحمال الافقية و ينقلها الى الارض مباشره 


(و هذا الحل مُكلف) 


ب وضع آشانرږ بين عمود End Gable J|‏ و Main System J|‏ 
بحيث ل يحمل ال eاCab End‏ ای احمال رأسية من ال System‏ 


و لكن فى هذه الحالة يكون هناك جزء بسيط من الاحمال الافقية 
تنقل الى Main System J|‏ 
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1¬ No Future Extension End Gables. 
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Sec. (2-2) 
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2- Future Extension End Gables. 


a~- Cantalever Colurmm. 
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Sec. (1-1) 
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HL. Load on Walls. 


Wind Pressure. F f 
FR ے‎ Cg» K<*Q (kN\m*) 6 
Ce= 0.8 ,K=1.0 , q= 0.70 eN\mê LL 


E ENF TEE EEN 
Fe = 0.56 eN\mê 
VL. Load of Walls. 


0.W. (walls) = (18.0) kN\m3 (working) 


Loads on Beams. 
B1 HL. Load. 
Get Ca ۰ To Get Reaction 


2 
= 1- چ‎ £(#) To draw moment 


Warm. =2 Ca R , Merg. =2 Ce R 1 
2 My - 
. Wer mr.* L1 
10 ٣ 
Rr HL.= Way m1.* 7 : ا‎ 
Û 
lj Zr 
3 R, HL. 
7 
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B1 VL. Load. 
Wrvr = 0.W (beam) + O0.W (walis)# Ph = ¥ kN\mt 


Wry. «LL 
10 


Rryy.= Wi yy.s Ly Mx 


Design the Sec. on Double Moment M ,M, 


Bz 
HL. Load. | 


07 


u2H1. = Ca R k 9 Wesar. =Ce R 


2 
Wez H1.* L1 My, 


My = emt ا‎ 
10 8 e 


Regy.= Was HL. * L1 


VL. Load. 
We VL.= 0.W (beam) = ¥ kN\m 


2 
My= Wav. + L1 
10 


Faeyr. = Way. * L1 


My 
Design the Sec. on Double Moment My, My, 
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Loads on End Gable Column. C 


Loads on Column. Loads on Column. 


Rayr. 
| Re HL. 


R 1VL. 
1 گ‎ R, HL. 
h 
B.M.D. N.F.D. Loads on Column. 
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2- Future Extension 
b- Fired Roller Colurnn. 
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HL. Load on Walls. 


Wind Pressure. F َ 
Fe= Ca K‘Qq (mrê) 
Ca= 0.8 ,K=1.0 , d= 0.70 kN\mê f 


Fe = 0.56 kN\mê 
VL. Load of Walls. 


O0.W.(walls) = (18.0) kN\m (working) 


Loads on Beams. 


Bı 
WU, g5 Ce,Fe Bi + Cea Fe = VMN » RigrL= Wy an, Ly 


Wy, vrıî 0.W (beam) + 0.W (walt) « h2 = VeN\mis Riy. = Wr vr. Lı 


Wea yy= O0.W (beam) = VÎ EN\m> > Roy, = MW yr. LZ, 


ج صصص ججح حح ج ڪڪ ڪڪ ج ص جڪ ڪي 
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Loads on End Gable Column. C 


HL. 
Loads on Colurnn. Loads on Column. 
Ravr. 
| Rem. 
Ê h 
کے‎ Riv. 
٠ | Ra 
h 
B.M.D. N.F.D. Loads on Column. 
Copyright Eng. Yasser El-Leathy 2016 . All copyrights reserved. . 
© Downloading or printing of these notes is allowed for personal use only. (Sy E ) س‎ E 


Commercial use of these notes is not allowed. (www.yasserelleathy.com ) 


ينتقل ال FR,‏ على main system J|‏ 
الذی يتوزع على کل main systems J|‏ 
عن طريق البلاطة و الكمرات ال إ00۸10۵7٥9€۴©‏ 
التى تعمل عمل اJ HL. B"actng‏ 


M M M M M 
TU TU | TU TU TU 
M کے‎ R 1 * h 
mn = No. of columns. 
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